This report is required by law (7 DSC 21 43). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to pen^ties as provided tor in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See aKached form for 
additlonaJ Information, 


1. CERTIFICATE NUMBER: 22-R-0130 
CUSTOMER NUMBER; -j 7Q-j 


Quaitech Laboratories, Inc. 
104 Green Grove Road 
Ocean, NJ 07712 

Telephone: (732) -918-0207 


Interagency Report Control No.; 


FORM APPRO\^D 
OMB NO. 0579-0036 


. REPORTING FACILITY ( List all locations where animals were housed or used in actual raseaich, testing, or experimentallon, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atac^ied Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheats If necessarv or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Ragulallone 


Be Number or animal 
b^ng bredp 
conditioned, or 
held for use in 
teachir)g, testing, 
experiments, 
researdi, or 
surgery but not ys 
used fw such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
tnvol^ng no pain, 
distress, or use o* 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgeiy, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals an 
for which appropriate 
mdhetic, analgesic, or 
trarKMizing drugs were 
used. 


E. Number of animals upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquills 
drugs would have adversely affected the procedures, res 
or Irtferpretation of toe teed^lng, research, experiments, 
surgery, or tests. ( An explanation of toe procures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



stands goring toe tere. ^tment, and use of animals, induding appropriate use of anestetic, analgesic, and tranquillzing drugs, prior to. during, and following actual rest 

leaching, testing, surgery, or expertmentabon were followed by this research facility. v u. w y ai-iuo. r«E 

2) Each principal Investigator has considered alternatives to painful procedures. 

U I® and explained by the principal tn..es«Bator and ap 

(lACUC) A iummanr Of all luch excaptkin* ia attached to tide annual rmort In addition to IdenBlying (he lACUC^approvred except^s, this summaiy Ira 

bnef explanation Of the exceptions, es well as the species and number Of animals affected. eouEBjjfnit 

4) The attending veleflnanan for this research facility has apprtairiale authority to ensure Ihe provision of adequate veterinary care and to oversee Hie ade quacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAAC & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL / Tmm fvPrt>i# ) 



JOATE SIGNED 


NOV •* B ?nng 




























